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HOLY FAMILY RETREAT HOUSE 
R. R. #1, Harrow, Ontario 
Located on the shores of Leke Erie. Chapel of Christ 
the King nestles between St. Mary’s Building and St. 
Joseph’s Building, 
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Genuine Natural Color Made By DEXTER PRESS, Inc., West Nyack, N.Y. 


Made in U., S. A. 
Pub. by Sterling Photos, 143 Pitt S$t., Gernwali, Ont. 
$3210 


~ a jug 


¥ 


